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doa« of those are of Interest re sy past work and litigation us defoc tern, which 

figures In CA75-1‘*48 withholdings. ) 

Those of which I'd appreciate copies follow. After that I'll have a few consnets that 
may bo of interest to you. I'll also be sending you a check. And the Enquirer people 
went off t!* with clipjdnga li»t of which I wrote you. Hot having it I can't identify it. 

The last one before today’s soil. 

24GJ25-1 j 4753» 408; 5C6;5e6?J 644;$62|290|302. 

Wlt ^ 258 you aay "odd deletion." If it would not be burdensome If you'd aond d» 
copiee of tlieso kinds in :h; future perhaps f«Ki ny ea.ptrl r.oe in going over king records 
- eight be able to suggest twhat is mi swing or why. if wo do this I'd better set up a 
special file because I do oxpuct to get the worksheets, «hioh ascribe tho deletions 
to specif lo exemptions, (and referrals to other agencies.) I n tins there :aay te oomc nnod 
or desire .including mostly by others) to contest sone. 

5a6,deaeusset- be 0 one to sec me jean ago, took such tiao «ad itaiy pix and nothing 
over a: reared. Other euofc experiences. 

787 hau Jesao Coro saying KDCii *aa senalng film to MT. I do not* think this oould 
have meant physlcally.And If this Is a daSrueya report 1 think it was free phone conversation. 
A a also euro it dii not include all Jesse would have told hia.If not defl also interesting 
because deB covered TH bldg. Core and Planner saw that fils on the station's novieola as 
soon a a they hoard tho UiO nase. If this does not nean send in the sen*, of "feed" it 
ie not consistent with all X know. The FBI borrows,! that film. 



